League of Legends legacy forums

Size of the uncompressed WARCs is 448 GB. The WARCs were compressed with 7-zip (7z, LZMA2).
Tool used for archiving: https://github.com/webrecorder/pywb

At the end of each full topic there are at least 110 error pages to make sure that all
the IDs with content have been found.

br:
- forums 1-175 (all?)
- threads 1-8371 (partial)
- attachments 1-29485 (all?)

eune:
- forums 1-338 (all?)
- threads 1-11672page2 (partial)
- attachments 1-88974 (all?)

euw:
- forums 1-345 (all?)
- threads 1-4102 (partial)
- attachments 1-236273 (partial)

lan:
- forums 1-249 (all?)
- threads 1-36764 (partial)
- attachments 1-10993 (all?)

las:
- forums 1-249 (all?)
- threads 1-19405 (partial)
- attachments 1-24227 (all?)

na:
- forums 1-2page51091 (partial)
- threads 1-5286, 1100000-1100293page=2, 1200000-1200306 (partial)
- attachments 1-351717 (partial)

oce:
- forums 1-205 (all?)
- threads 1-7644 (partial)
- attachments 1-15068 (all?)

ru:
- forums 1-209 (all?)
- threads 1-15488 (partial)
- attachments 1-6394 (all?)

tr:
- forums 1-168 (all?)
- threads 1-22648 (partial)
- attachments 1-5623 (all?)
